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Message Text 

CONFIDENTIAL 

PAGE 01 TEL AV 09382 251314Z 
ACTION SY-05 

INFO OCT-01 AF-10 EUR-12 NEA-10 ISO-OO SYE-00 SSO-OO 
/038 W 

047524 251317Z/44 

O R 251257Z JUL 78 
FM AMEMBASSY TEL AVIV 
TO SECSTATE WASHDC IMMEDIATE 4392 
AMEMBASSY ATHENS IMMEDIATE 
AMEMBASSY DAMASCUS IMMEDIATE 
INFO AMEMBASSY MOGADISCIO 
AMEMBASSY NAIROBI 

CONFIDENTIAL TEL AVIV 9382 

DEPT FOR SY/OPS/T, ATHENS FOR OIC/TSO, DAMASCUS FOR 
RSO, MOGADISCIO FOR PSO, NAIROBI FOR OIC/RTC 

E. O. 11652: GDS 
TAGS: ASEC 

SUB J : A/C FAILURE - ACR TEL AVIV 

REF.: STATE 186595 

1 . TEL AVIV ACR MEASURES 12 FEET X 27 FEET, NOT 
9 X 12. DO NOT BELIEVE 12,000 BTU UNIT WOULD BE 
ADEQUATE FOR TEL AVIV DUE TO LARGE SIZE OF ACR. 

EXTREME SUMMER HEAT, AND LONG DISTANCE COLD AIR MUST 
TRAVEL THROUGH DUCTS TO GET FROM A/C UNIT TO ACR. 

POST PREFERS TO BE SENT NEW 18,000 BTU TRANE A/C 
UNIT MENTIONED REFTEL. LEWIS 


CONFIDENTIAL 
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